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Message Text 


CONFIDENTIAL 

PAGE 01 PHNOM 10541 0203 12Z 
55 

ACTION OC-06 

INFO OCT-01 EA-07 ISO-OO CCO-OO CIAE-00 DODE-OO NSAE-00 
/014W 

1 17977 

R 010746Z OCT 73 
FM AMEMBASSY PHNOM PENH 
TO SECSTATE WASHDC 3219 
INFO AMEMBASSY SAIVON 

CONFIDENTIAL PHNOM PENH 10541 

E. O. 11652: XGDS-2 
TAGS: ACOM, CB 

SUBJECT: OPERATION OF COMMUNICATIMNS FACILITIES BY CONTRACTOR PER- 
SONNEL 

REF: STATE 192655 

1. FEC PERSONNEL AT PHNOM PENH NEITHER OPERATE NOR MAINTAIN OUR 
COMM CENTER OR SECURE VOICE FACILITY. MAINTENANCE OF SECURE- VOICE 
EQUIPMENT IS PERFORMED BY FEC AND/OR DAO PERSONNEL FROM SAIGON. 

2. THE FUNCTIONS OF FEC PERSONNEL ARE RESTRICTED TO THE MAINTENANCE 
AND OPERATION OF TELETYPE, INSECURE, AND SECURE VOIC CIRCUITRY, 

NOT EQUIPMENT. FEC PERSONNEL, THEREFORE, DO NOT HAVE ACCESS TO 
CLASSIFIED COMMUNICATIONS. THE LATTER ARE PROCESSED BY C&R-TCU 

AS AT MOST OTHER POSTS. DOD CIVILIAN EMPLOYEE OR MILITARY PERSONNEL 
SUPERVISION THEREFORE CONSIDERED SUPERFLUOUS AND WOULD INVOLVE A 
NEEDLESS EXPENDITURE OF MANPOWER AT A POST WHERE STAFFING IS SEVERELY 
RESTRICTED BY CONGRESSIONAL LIMITATIONS. 

ENDERS 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: elyme 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973PFINOM10541 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 

Executive Order: X2 ENDERS 
Errors: N/A 
Film Number: n/a 
From: PHNOM PENH 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 059/aaaabrow. tel 

Line Count: 47 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: STATE 192655 

Review Action: RELEASED, APPROVED 

Review Authority: elyme 

Review Comment: n/a 

Review Content Flags: 

Review Date: 20 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20-Nov-2001 by kelleyw0>; APPROVED <04-Jan-2002 by elyme> 

Review Markings: 
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US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OPERATION OF COMMUNICATIMNS FACILITIES BY CONTRACTOR PER- SONNEL 
TAGS: ACOM, CB 
To: STATE 
Type: TE 
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